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Report  of  ths  Medical  Officer  of  Health.  II.  G.  v/atson.  LLB..Ch.B.  - Year  1947 

To:- 

The  Chairman  and  Members  of  the 
Boikev/ell  Rural  District  Council. 

My  Lord  Marquis  and  Gentlemen, 


I present  herewith  my  ioinual  Report  as  Medical  Officer  of  Health 
on  the  sanitary  circumstances  and  vj-tol  statistics  affecting  the  Rural  District 
of  Bakewe.il  for  the  year  1S47. 


SMI  sues  .i^D  SOCIaL  conditions  of  THD  .iRMv 


•••  #9*  #*•  #«• 

Population  - Estimated  by  the  Registrar 

General  (mid-year  1947  ) ... 

Population  - Census  1931  ...  ...  ... 

Population  - Census  1921  ...  ...  ... 

Rateable  Value  (april  1947)  ...  ... 

Product  of  Penny  Rate  (ascertaaned ) year  ending 

March,  1947 


EMTRMGTS  prom  VIT.1D  STMIISTIGS  PQR  THm  YIlaR 


Births  Total  Me,.lo 


Live  Births: 

Legitimate  332  15? 

Illegitimate 18 5 

350  167 


82,437 

18,820 

19,282 

19,537 

£104,858 

£425.  14.  0|. 


Female 


170 

13 

183 


Birth  Rate  per  1000  of  the 

Still  Births 

Legitimate  ... 
Illegitimate ... 


estimated  population  - 18.6 

Total  Malu  Fsmale 

5 0 6 

_Q 0 0 . 

5 0 5 


Stillbirth  Rate  per  1000  Live  and  Still  Births  - 11.3 

Deaths  . . Total  Male  Pomale 

...  ...  ...  ...  232  115  117 

Deaths  per  1000  of  the  estimated  population  - 12.3 


htpant  mortality 

Deaths  of  Infants  under  I year:- 

Legitimate  ....  ...  ...  ...  ...  ...  10 

1 lie git im ate  ...  ...  ...  ...  ...  ...  1 

Inf  a,nt  Mortality  Rato ; - 

i'J-1  Infants  per  1000  live  births  31.4 

Legitimate  Infants  per  1000  Legitimate  live  births  28.6 
Illogitimato  Infants  per  1000  illegitimate  live 

births  2.9 


1. 


J 


< 


< 
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Tho  tables  below  give  a summary  of  birth,  death  and  inf -ant  mortality  ratos 
over  a period  of  sijc  years.  It  will  be  seen  that  tho  birth  rc'\ti_i  shows  a 
tendency  to  rise  over  the  period,  espocially  during  I9^6and  1947,  whilo  tho 
death  rat^  remonns  stationary,  and  thout  tho  birth  r.ito  is  tho  highest 
recoraod  since  1942. 


3IETHS.  HEl^THS  IMT.dUT  iviOhl.^LITY  EQR  SlA  lii^S 


1942.. . _ 

.(  E94.3 

19^4 

1945 

:1946 

.1947 

Birth  Rate 

14,03 

: 15.52 

1 16,24 
1 

14,1 

16,8 

18.6 

Death  Rate 
(all  cause s( 

12,1 

’ 12,51 

■'  13.23 

12.8 

13.8 

12.3 

Deaths  under 

28,98 

' 34. 01 

i 

i 36,46 

26,8 

28.5 

31.4 

1 year  (all  causes 
per  1000  live 
births 


T.lBI£  SHOv/IMG  CiiET.vIM  VIT.wL  ST..TIbTlCS  ..S  COx^Jr^.ldil)  IQ  OTIiiii  fliiNThES 


IN  ENGLi'tND  ^ 
England 
& 

Wales 

;iND  ;LJoES 

126  County 
Boroughs  & 
Groat  Towns 
inc luding 
London 

148  Smaller 
Towns  - 
Re  sident 
Population 
25.000  -50.000 

London 
jkdmini  s- 
trative 
County 

Bakcwell 

Rural 

District 

T 

Live  Birth  Rate 
(per  1000  Poptn, ) 

20.5 

23.3 

22.2 

22,7 

18.6 

Death  Rate 
(per  1000  Popn,  ) 

12.0. 

13.0 

11.9 

12.8 

12.3 

Infant  Mortality 
(Deaths  under  1 year 

41.0 

47.0 

36.0 

37.0 

31.4 

per  1000  live  births) 

SUPPLIES 

The  very  hoavy  snowfall  appeared  to  auguer  well,  but  thw  succeeding  severe 
drought  put  an  extreme  strain  on  existing  supplies  and  much  inconvenience  occurred 
o specially  in  the  area  depending  on  Stoke  Plat,  Eyam  - whero  at  one  period  the 
only  mefins  of  maintenance  was  by  pumping  from  loagclough  - Taddington  and  Bradwell  - 
where  the  greatest  shortage  was  experienced. 

In  the  cases  of  Sheldon,  Over  Haddon,  laonyash  and  Plagg,  breakdown  in  pumps  and 
rams  gave  rise  to  great  difficulty  .and  much  incunvonionce  at  various  times. 

Interference  occurred  in  the  Stoke  Plat  main  by  a road  subsidence  at  Northclif f^ 
whore  a temporary  overground  main  was  in  operation  for  six  months. 

Of  the  fifty  four  Parishes  which  comprise  the  District,  the  water  supply  to 
nineteen  is  by  Private  Supply;  to  twenty-five  it  is  piped,  >;jid  to  ten  it  is  by 
pipe  and  stand  tap,  these  latter  being  Public  Supplies. 

aND  PUBLIC  CIE.d^SIEG 

Conversion  from  privy  or  pail  alosets  to  water  carriage  continues  as  does  tho 
provision  of  additional  water  closets;  the  number  of  conversions  being  somewhat 
less  this  year  than  last. 


HOUSING 

The  position  may  be  summarised  by  saying  that  a start  was  made  with  the 
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arection  of  houses.  Of  these, 16  wore  or'^cted  by  the  Council  and  13  by  private 
builders.  This  total  does  little  to  apj^roximate  supply  to  demand. 


POOD 


IDSFilCTlOD  UDDjiP  THU  CQDTDQL  SCHiDia 


GiJ^C..SDS  INSPECTED  ^"D  GOMDElvl'^ 


Description  G attic 

Sheep 

CalVeS 

Pigs 

1 

Number  It  .teooc  cod  ^ 888 

22p2 

54 

3 

All  Diseases  except  T.B.  ? 

4 

P 

Whole,  carcases  condemned  9 

'rr. 

3 

2 

B.  Percenta£,e  No.  inspected,  affected  | 
involvini^  condemnation  of  whole  C:arcase.  1.  014 

.181 

. 5.5.55. 

66.666 

G.  Garcases  of  v;hich  some  part  or  v/hole  | 

oruan  condemned.  . ■ 270 

6^ 

D.  Percentage  No. inspected  affected,  bu1} 

only  condomna.tion  of  part  of  carcase  ‘(30.405 
. ..  o_T  whoi..  organ 

2.893 

- 

- 

E,  Carcase  of  which  only  a part  organ  122 

was  condemned 

- 

- 

- 

P.  Percentage  No.  inspected  affected, but 

involving  condemnation  of  part  of  an;  13,739 
or.<-anT  ; 

- 

- 

- 

0,  Percentage  of  Number  inspected  | 

affected  in  any  degree  (not  including  31.419 

E above ) 5 

\ 

3.074 

5.555 

66,666 

r ***“  ■ r j - -r  r - - . , _ 

Tuberculosas  Only  ! 

1 

a.  \Waole  carcase  condemned  j 9 

B.  Percentage  of  No,  inspected  j 

affected  and  involving  condemnation  (1,014 
of  v/hole  carcase  T i 

“ 

- 

- 

C.  Carcases  of  which  some  part  or  whole  j 320 
or^an  was  condemned.  i 

- 

- 

- 

D,  Percentage  of  No.  inspected  affected  joG, 036 
but  only  involving  condouination  of  ! 
some  part  or  whole  ora’an.  { 

** 

B,  percentage  of  No.  inspected  affected  137,050 
in  any  degree  1 

““ 

CO 

IMDIIEDH  OP  GxvTTLii;  INSlEGTiD  .M)  GOND.EI.Ji.eD  DURIDG  D.ST  S^iiVilN  Im.iRS 


1941 

1942 

1943 

19.-ii 

1945 

19u6 

l9-±7 

No.  of  cattle 

inspected 

2479 

2494 

2198 

2373 

3054 

2696 

888  * 

Percentage  of 
inspected  affe 
aisease  oth^/i* 

the  No. 
cted  with 
than  T.B, 

ie.54 

11.46 

15.50 

22.90 

22.45 

38.47 

31,42 

Percentage  of 
inspected  aff^. 
Tuberculosis. 

the  numbe  r 
.cted  with 

13.95 

19.68 

i' 

28,80 

28.20 

30.90 

30.37 

37.05 

*This  figure 

refers  ohly 

to  Bakeweil  Pur  ad  iirea 

and  not  to  the  three 

districts 

included  bjr  Dr.  Proctor. 
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QE  SaNITxvRY  li^SFilCTQH 

BAi.s£,ffiLL  H.D.C.  Sanitary  District  - Year  1947 
Natne  of  Insi-/ector  - R.  Hay  hurst 

Area  of  District  82,437  Acres  Estimated  Ko.  of  Houses  5851 

New  Houses  erected  1947  - (a)  By  Local  Authority  16 

(b)  ^ Private  Enterprise  13 


CLOa^lTS  and  aSHbITS 

Number  of 

Number  of  Notices 

Number 

of  Nuisance; 

Inspections 

by 

served 

abated. 

v/ith  or 

San,  I. 

Informal  Le^ial 

without 

notice 

Defective  priv res, pail 

closets  and  ashpits 

115 

45 

2 

31 

Conversion  of  privies 

into  v/.C.s 

163 

62 

27 

Conversion  of  pails 

into  W.C.s 

97 

36 

23 

Conversion  of  privies  to 

pails 

31 

16 

2 

11 

Defective  '//atcr  Closets 

21 

13 

1 

13- 

Provision  af  additional  vV.Gs  19 

15 

12 

Provrsion  of  ashbins 

416 

203 

- 

96 

DHaINaGE 

No  disconnection  of  v/aste 

Pipe 

52 

16 

1 

12 

Defective  Waste  Pipe  traps 

182 

53 

43 

inlets  and  drains. 

Drains  obstructed 

81 

43 

43 

OTIL^N  DEFECTS 

Pavings  of  Courts  and  Yard 

s 87 

15 

10 

Poofs,  Eave spouts  and  Down- 

spouts 

188 

55 

4 

31 

Sinks 

87 

15 

12 

Insufficient  Ventilation 

121 

21 

1 

15 

Windows 

118 

19 

3 

12 

Dampness 

182 

41 

5 

29 

v'/ater  in  cellars 

7 

3 

3 

Water  Supply 

251 

61 

56 

Overcrowding 

103 

5 

4 

Poul  condition  of  Houses 

19 

8 

1 

8 

Offensive  Accummulations 

112 

56 

56 

ilnimals  Improperly  Kept 

16 

5 

5 

Pigsti.es 

22 

8 

8 

Smoke  Nuisances 

6 

3 

3 

Urinals 

31 

10 

8 

Nursances  not  specified 

above 

396 

73 

4 

62 

2923 

900 

24 

633 

No.  on  Eegister 

Inspections  made 

Notices  Nuisances 

served  abated 

Dairies,  Cowsheds  and  Ivli  Ik  shops 

535 

76 

27 

22 

Bakekouses 

10 

25 

4 

4 

Slaughterhouse  s 

25 

95 

Offensive  Trades 

2 

5 

572 

201 

31 

26 

Si gne  d R . H ayhur  st 


4, 


II^JilGTIOUS  DlSi^ia.SijS 
CASi^iS  KQTlJj'La}  DURING  Tm  YEAE  1947 


Number  of  cases 

Notified  Removed  to  HoR-pitnl 


Tubv:;rculosis  - Pulmonary  9 

do  - Other  forms  4 

Small  Pox 


No,  Vaocinatud  and 

Re  -XI  ac  c inat  e d 

- 

No,  Vaccinated  in 

infancy 

- 

No,  Unvaccinated 

- 

Scarlet  Fever 

25 

Dipthoiia 

1 

Enteric  Never  - Typhoid  - Para-typhoid 


Puerperal  iyrexia 

Cerebro  Spinal  Fever  ‘ 1 

Ery  sipelas  7 

Ophthalmia  Neonator  urn 
Encephalitis  Lethargic  a 

xvcute  Polio-Myelitis  3 

Pni-.uinonia  18 

Measles  268 

vVho  oping  Cough  25 

Other  Diseases :- 

Dysentery  (sonno  ) 1 

Spiro chcveto sis  Icterohaemorrhagica  1 


1 

1 


6 


1 


3 


C.^SmS  OF  NOTIFIABLE  DISEASES  aT  V.^RYING  aGES  DURING  THE  YE..R  1947 


Under 

1 

1 

2 

3 

4 

5 

10 

15 

20 

35 

45 

60  Total 

Whooping  Cough 

3 

4 

1 

5 

3 

7 

1 

- 

1 

- 

- 

- 

25 

Sc:irlet  Ibvor 

- 

- 

1 

- 

3 

12 

7 

1 

1 

- 

- 

- 

25 

Diphtheria 

- 

- 

- 

- 

- 

- 

- 

1 

- 

- 

- - 

1 

Moasle  s 

10 

15 

19 

28 

17 

140 

25 

5 

5 

4 

- 

- 

268 

ikcute  Foliomye litis 

- 

1 

- 

- 

- 

2 

- 

- 

- 

- 

- 

- 

3 

Pneumonia 

- 

- 

• 

1 

2 

- 

2 

- 

2 

4 

4 

3 

18 

ly  sente  ry 

- 

- 

- 

- 

- 

1 

- 

- 

- 

- 

- 

1 

Erysipelas 

6 

1 

7 

Cerebro  Spinal  Fever 

- 

- 

- 

- 

- 

- 

- 

- 

1 

- 

1 

Spirocha^tosis  Icterohaemorr- 
hagica 

- 

- 

1 

1 

Tuberculosis 

1 

1 

1 

4 

3 

2 

1 

13 
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TUHdlRCULQSIS 


H 

MEv/  CaSuIIS  aKD  ivIQHTaLITY  DURINQ  THE  1947 


MS;/  G.^S  mortality 


Afee  period 

Re  spiratory 

Non 

Respiratxy 

Respiratory 

Non  Respiratory 

0. 

M. 

E. 

M. 

E. 

M.  E. 

M.  E. 

1- 

5- 

15- 

1 

2 

1 

2 

1 

- 

- 

- 

25- 

- 

- 

- 

- 

1 

— _ 

3 5- 

2 

1 

1 

- 

1 

1 

45- 

- 

1 

- 

- 

1 

- _ 

55- 

1 

1 

- 

- 

- - 

- _ 

65  upwards 

“ 

- 

— 

- 

- - 

— 

Total 

4 

5 

5 

_ 

3 

1 

EAGTQEIES  ACT.  X957  - INS±^ECTIQNS  QE 


EAG  TORIES 

No.  on  Rw.^ster 

Inspections 

vVritten  Notices 

Eactories  in  v/hich  sections 
1,2, 3,4,4  6 axe  enforced  by  L.A. 

10 

15 

- 

Eactorios  not  included  in  (l) 
in  which  section  7 is  enforced 
by  h,i\. 

90 

52 

6 

Total 

100 

67 

6 

Gases  in  v/hich  Eofects  worv^  found 

'Afant  of  Gleanlinoss 
Overcowding 

Unroasonablo  Ram|)orature 
Inadequato  Ventilation 
Inoffoctivo  drainage  of  floors 

Sanitary  Gonvenionces 
Insufficient 
Unsuitable  of  defective 
Not  separate  for  sexes 

Qthv:;.r  offences  against  .n.ct 


Euund 

7 


EemoLad 

7 


3 

4 
2 


3 

4 
2 


16 


16 


I have  the  honour  to  be,  Gentlemen, 
Your  obodient  servant, 


S,D,C,  Offices 
Bath  Street, 
Bake  we  11 . 


H.  0.  Watson 

|\fcdic3LL  of  Health 


1/3/49 
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